THE FIRST BAPTIST CHURCH 

13th STREET and AVE. J 
HUNTSVILLE, TEXAS 

Organized September 16, 1844, in Montgomery 
County, Republic of Texas. The- church of 
Gen. Sam Houston. Present building erected 
in 1925. Dedicated to the Worship of God, and 
Service to Humanity. 
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